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OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 





Proceedings, January 20, 1959 





{th Floor, City Hall, 
Lansing, Michigan, 
January 20, 1959. 


Members present—Chairman C. J. Rich- 
ards, Dean Battley, Keith Norris, Carl 
Moore and Inspectors Donald E. Deal and 
Claude Edwards. 


Meeting opened by Chairman Richards 
at 7:30 P.M. 


James L. Aenis, Earl D. Smith and 
Nicholas Surdenick requested examination 
for limited contractor license to wire heat- 
ing plant installations. Chairman ex- 
plained that the present ordinance does 
not provide a limited license and the reg- 
ular contractor examination must be passed 
to obtain a contractors license. All three 
men withdrew tequests, 


Adam Kessler appeared to request exam- 
ination for contractor license. He now has 
a journeyman license. Mr. Kessler wrote 
the contractor examination in October 1958 
and had a grade of 58%. He said he can’t 
write an examination but knows the .an- 
swers if we would give him an oral test. 
The oral test was granted and questions 
from our number 2-A examination. paper 
was asked of Mr. Kessler. Nineteen ques- 
tions were asked and Mr. Kessler answered 
correctly only nine for a grade of 47%. 


The Board refused to issue a--contractors 


license on that grade and suggested that 
Mr. Kessler study the Code and try again. 


Range cable with neo-prene jacket was 
discussed. 
‘ Adjourned at 9:55 P.M. 


DONALD E. DEAL, 
Seerétary: 
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OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, February 18, 1959 





7th Floor, City Hall 
Lansing, Michigan 


February 18, 1959 


Members Present—Chairman C. J. Rich- 
ards, Keith Norris, Deane Battley, Carl 
Moore and Inspectors Donald E. Deal and 
Claude Edwards. 


Meeting opened at 7:30 P.M. by Chair- 
man Richards. 


No applicants for examination appeared. 
There was a lengthy discussion of in- 
spection problems followed by a discussion 
of the code changes to be N.E.C. to be 
effective January 1, 1960. 
Meeting adjourned at 9:00 P.M. 
Respectfully submitted, 
DONALD E. DEAL, 


Chairman. 





OFFICIAL PROCEEDINGS OF 


THE TRAFFIC BOARD 
OF THE CITY OF LANSING 





Proceedings, February 20, 1959 





February 20, 1959. 


The meeting was called to order by 
chairman A. §S. Corwin at 7:11 P.M. 


ROLL CALL 
Present—Board Members Broadbent, Cor- 
win, Jeffreys, Nelson, Taylor, Winegard- 
ner—6. 
Ex-officio Member Peck—1. 


Absent—Board Members Hager, Harri- 
son—2. 


Ex-officio Member Warner—1. 


It was moved and supported that a 
recommendation be sent, to City Council 
to prohibit parking of the east side of 
Boston Blvd. from Lenore to Mt. Hope. 


Carried. 


It was moved and supported that it be 
recommended to City Council that parking 
be prohibited on the north side of E. Michi- 
gan from 25 ft. east of Lathrop to Custer. 


Carried. 


It was moved and supported that a recom- 
mendation be sent to City Council to 
restrict parking to 2-hours 8 A.M.-6 P.M. 
on the east side of River Street from 
Lenawee to Kalamazoo. 


Carried. 


A letter was received from Mrs. Evelyn 
M. King, President, Michigan Cab Co., 
calling the Board’s attention to the prob- 
lems of open intersections. It was moved 
and supported that the Traffic Engineer 
make a study of accidents at all open 
intersections covering a five year period 
and report to the Board. 


Carried. 
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OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 





Proceedings, March 17, 1959 





Ith Floor, City Hall 
Lansing, Michigan 


Members present—Chairman C. J. Rich- 
ards, Keith Norris, Carl Moore, E. J. Baker 
and Inspectors Donald E. Deal and Claude 
E. Edwards—46. 


Guest, Raymond E. Rider, Director for 
State Electrical Administrative Board. 


Meeting called to order at 7:30 p.m. by 
Chairman Richards. 


The case of Stanley McDaniels, Licensed 
Contractor recently deceased, was discussed. 
Mr. McDaniels died leaving a small debt 
for inspection fees to this office. He left 
little. if any estate. This Board recom- 
mends that the amount owed us by the 
MecDaniels estate in the amount of $30.00 
be forgiven in as much as collection from 
the estate, if it is possible, would cause 
hardship to innocent parties. 


Harold Dockham of 528 Christiancy St., 
appeared to request a permit to rewire an 
existing house, which is owned by him 
and is his residence. After considerable 
questioning, Mr. Dockham was found to 
be qualified to do this. work. Motion by 


Baker, seconded by Norris permit be 
granted. 


Passed. 


Otis Smith and Adam Kessler co-owners 
of Home Electric Company, presently li- 
censed by the State of Michigan and reg- 
istered in Lansing, appeared by request of 
this Board. This is the reason that Mr. 
Rider was invited. Mr. Kessler has been 
guilty of numerous violations of code and 
questions were asked to determine if this 
condition can be corrected. These men, 
being licensed by the State, we cannot hold 
a license hearing, but we can request that 
the State Board hold a hearing. A deci- 
sion was reached—we will not request a 
hearing by the State Board on this license 
for a period of 60 days. If the violations 
eontinue during that period, we must re 
quest the hearing. Suggestions were of- 
fered to the licensees for a method of avoid- 
ing continued violations. 


Code and local ordinance discussion 
followed. 
Adjourned at 9:00 p.m. 
Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 





Proceedings, April 21, 1959 





With Floor City Hall, 
Lansing, Michigan, 


April 21, 1959. 


ROLL CALL 


Members Present—Chairman C. J. Rich- 
ards, Carl Moore, Keith Norris and In- 
spectors Donald E. Deal and Claude Ed- 
wards. 


Absent—E. J. Baker and Deane Battley. 


Meeting opened at 7:30 P.M. by Chair- 
man Richards. 


Henry J. Post appeared to request ex- 
amination for Class “MJ” License. Re- 
quest granted and examination started 
under supervision of Inspector Edwards. 


Applications for credit, as provided in 
the Electrical Code, received and consid- 
ered individually. ‘Those approved will be 
recorded in file and notified by letter of 
such approval. 


Motion by Moore, seconded by Norris, all 
credit approvals are subject to review each 
thirty (30) days and may be terminated 
by letter at any time. 


Passed. 


Secretary noted that all contractors re- 
porting on employees appear to be in 
compliance with state and local licensing 
regulations. 


A new type of range and dryer outlet 
and connecting cord set was examined and 
a motion by Norris, seconded by Moore— 
Receptacles nuinbers 5744 and/or 57654 
when used with cord sets number 5715 
or 5714, all listed by underwriters labora- 
tory, shall be accepted for use in Lansing 
when properly installed according to City 
Electrical Code. 


Passed. 


Motion to adjourn at 10:30 P.M. 
Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 


S| 
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OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 





Proceedings, May 19, 1959 





ith Floor, City Hall 
Lansing, Michigan 


May 19, 1959 


ROLL CALL 


Members Present—Chairman C. J. Rich- 
ards, Keith Norris, E. J. Baker, Carl Moore, 
Deane Battley and Inspectors Donald E. 
Deal and Claude Edwards. 


Meeting opened by Chairman Richards 
at 7:15 P.M. 


Warner Parcher, 715 E. Community 
Street, requested examination for electrical 
journeyman license. Mr. Parcher was in- 
formed that his place of residence is out- 
side of the City and was referred to the 
State Electrical Administrative Board. 


Herbert Middleton, 5920 Miller Road, re- 
quested examination for electrical journey- 
man license. Mr. Middleton was informed 
that his place of residence was outside the 
City and was referred to the State Elec- 
trical Administrative Board. 


Donald LaMorreaux requested permission 
to install a new 100 ampere service in his 


home at 313 Ferguson Street. After ques- 
tioning, the Board found Mr. LaMorreaux 
qualified to make the installation and the 
permit was granted. ; 


A motion was made by Mr. Baker and 
seconded by Mr. Moore—This Board recom- 
mends the new City Electrical Code, to- 
gether with the residential wiring hand- 
book adopted by the code, shall be dis- 
tributed to the public together as a package, 
for the sum of fifty cents. Copies shall be 
made available to the members of this 
Board, the several interested local depart- 
ments, such as the Board of Water: and 
Light, the electrical departments of other 
communities and electrical utilities upon 
application, without charge. 


Motion passed. 


Discussion of recent industry show in 
Detroit and Mr. Deal displayed several new 
sample items, left at his office by manu- 
facturers representatives since the last 
meeting. 


Meeting adjourned at 9:00 P.M. 


Respectfully submitted, 
DONALD E. DEAL. 
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That the attached claims be allowed 
and the City Clerk be and she is hereby 
authorized to draw orders on the City 
Treasurer for the amount allowed each 
claimant. 


Adopted by the following vote: 


Unanimously. 


JUNE 22, 1959 


Council adjourned at 9:00 p.m. 


MILLIE M. BROWN, 
City Clerk. 


Lansing, Michigan, 


June 22, 1959. 


OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 





Proceedings, June 16, 1959 





Members present—Chairman C. J. Rich- 
ards, Keith Norris, Carl Moore, Dean Batt- 
ley and Inspectors Donald E. Deal and 
Claude E. Edwards—6. 


Meeting opened by Chairman Richards 
at 7:30 p.m. 


Ernest McCoy. Melvin O. Anderson, Rob- 
ert A. Fennell and Adam Kessler requested 
examination for electrical licenses. Request 
granted by The Board and examinations 
started under supervision of Claude 
Edwards. 


Mr. Deal reported on Inspectors confer- 
ence held at Michigan State University. 
Mr. Deal reported that Mr. Edwards is 


retiring on July 1st and Mr. Durling has 
been employed to replace Mr. Edwards. 


The 1959 Code was reported to have 
been accepted by N.F.P.A. in its final 
form and has gone to the printers. A dis- 
cussion followed. It was noted that this 
does not concern us locally until the City 
Council decides to amend the present Code 
by adopting the new N.E.C. 


Meeting adjourned at 9:00 p.m. 
Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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phone Co. 5% debentures maturing June 1, 
1986 @ 104.25% of par from Halsey Stuart 
and Co., Inc. and $50,000.00 par value 
Michigan Bell Telephone Co. debentures 
maturing November 1, 1992 @ 101.26% of 
par from First of Michigan Corp., all of 
the above mentioned debentures’ being 
“triple A’’ rated by Moody. 


Adopted by the following vote: 


JULY 27, 1959 
Yeas—Kircher, Lynch, Miller, Rouse, 
Seelye, Webb—6. 


Nays—None. 


The Board adjourned. 


R. E. SANDERSON, 
Secretary. 





OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, July 21, 1959 





Members present—Chairman C. J. Rich- 
ards, Keith Norris, E. J. Baker, Carl 
Moore and Inspectors Donald :E. Deal 
and Paul Durling. 


Meeting opened by Chairman Richards 
at 7:30 p.m. 


Members were advised that Standard 
Electric Time Company will have a dis- 
play of emergency lighting systems at the 
Board of Water and Light parking lot, 
South Pennsylvania Avenue, on July 27- 
28-29. 


Communication from Claude Edwards 
read and filed. 


Secretary announced this is the time 
for election of officers. Election requested 
by Chairman Richards. 


Motion by Baker, seconded by Norris, 
that Richards be re-elected chairman. 


Passed. 


Motion by Norris, seconded by Baker, 
that Moore be re-elected Vice-Chairman. 


Passed. 


Kitchen clock outlets came up for dis- 
cussion and, in view of the wording of 
the adopted code, the board considers that 
an outlet intended solely for the opera- 
tion of a clock is optional. This takes 
into consideration ‘the fact that most 
ranges, either gas or electric, have built- 
in clocks. 


The intent of other parts of the code 
were discussed at length. 


Meeting adjourned at 9:30 p.m. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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Proceedings, August 18, 1959 





Members present—Chairman C. J. Rich- 
ards, E. J. Baker, Keith Norris and In- 
spectors Donald E. Deal and Paul Durling. 


Dean Battley and Karl Moore were ex- 
cused. 


Meeting opened by Chairman Richards 
at 7:30 p.m. 


Home owner Harold Major appeared to 
request a permit to wire his own home at 
1400 Indiana, a new house under construc- 
tion, permit granted and issued after oral 
examination. 


Home owner John Buck appeared to re- 
quest a permit to wire an addition to his 
home at 3525 Pleasant Grove Road, permit 
granted and issued after oral examination. 
BOARD—TWO— 


Enos J. Major, Ray Arnold, Jr., and 


John R. Parisian appeared to request exam~ 
ination for electrical journeyman license. 


Request granted and examination started 
in another room under supervision of Mr. 
Durling. 


The Board approved the request from 
the Electrical Examining Board of the City 
of Detroit for a letter concerning the past 
record of Leon Sparks, a former resident 
and license holder in Lansing. 


Portions of Eustice Soares treatise on 
grounding of electrical systems was read 
and discussed at length. 


Meeting adjourned at 9:30 p.m. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary 
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phone Co. 5% debentures maturing June 1, 
1986 @ 104.25% of par from Halsey Stuart 
and Co., Inc. and $50,000.00 par value 
Michigan Bell Telephone Co. debentures 
maturing November 1, 1992 @ 101.26% of 
par from First of Michigan Corp., all of 
the above mentioned debentures’ being 
“triple A’’ rated by Moody. 


Adopted by the following vote: 


JULY 27, 1959 
Yeas—Kircher, Lynch, Miller, Rouse, 
Seelye, Webb—6. 


Nays—None. 


The Board adjourned. 


R. E. SANDERSON, 
Secretary. 





OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, July 21, 1959 





Members present—Chairman C. J. Rich- 
ards, Keith Norris, E. J. Baker, Carl 
Moore and Inspectors Donald :E. Deal 
and Paul Durling. 


Meeting opened by Chairman Richards 
at 7:30 p.m. 


Members were advised that Standard 
Electric Time Company will have a dis- 
play of emergency lighting systems at the 
Board of Water and Light parking lot, 
South Pennsylvania Avenue, on July 27- 
28-29. 


Communication from Claude Edwards 
read and filed. 


Secretary announced this is the time 
for election of officers. Election requested 
by Chairman Richards. 


Motion by Baker, seconded by Norris, 
that Richards be re-elected chairman. 


Passed. 


Motion by Norris, seconded by Baker, 
that Moore be re-elected Vice-Chairman. 


Passed. 


Kitchen clock outlets came up for dis- 
cussion and, in view of the wording of 
the adopted code, the board considers that 
an outlet intended solely for the opera- 
tion of a clock is optional. This takes 
into consideration ‘the fact that most 
ranges, either gas or electric, have built- 
in clocks. 


The intent of other parts of the code 
were discussed at length. 


Meeting adjourned at 9:30 p.m. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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Retirement System that the Secretary is 
hereby authorized and directed to sell 
$10,000.00 par value Landel Metropolitan 
District 314% bonds maturing as follows: 


$5,000.00 August 1, 1965 
5,000.00 August 1, 1970 


at the call price of 104% of par, plus 
accrued interest, to the Landel Bond Re- 
demption Fund said bonds having been 
purehased by the Retirement System in 
1956 @ 103.88% of par, the purchase of 
these bonds from the Retirement System 
having been authorized by the City Council 
on August 24, 1959. This resolution to 
eonfirm informal approval previously 
granted by a majority of the Board of 
Trustees. 


Adopted by the following vote: 


Yeas—Fox, Hildebrandt, Kircher, Lynch, 
Miller, Rouse, Webb—-7. 


Nays—None. 


SEPTEMBER 21, 1959 


By Trustee Fox— 


Resolved by the Board of Trustees of 
the City of Lansing Policemen’s and Fire- 
men’s Retirement System that the Secre- 
tary is hereby authorized and directed to 
purchase at market below par $10,000.00 
par value U.S.A. Treasury 8% bonds ma- 
turing February 15, 1964 which are now 
available at a discount which would give 
a yield of approximately 4.9% to maturity. 


Adopted by the following vote: 


Yeas—Fox, Hildebrandt, Kircher, Lynch, 
Miller, Rouse, Webb—7. 


Nays—None. 


The Board adjourned. 


R. E. SANDERSON, 
Secretary. 





OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, September 15, 1959 





Members present—Chairman C. J. Rich- 
ards and Carl Moore and Inspectors Donald 
E. Deal and Paul Durling—4. 


John Assiff, of 805 Clyde Street, appeared 
to request a permit to install a 100 ampere 
service, replacing the existing 30 ampere 
service in his home. Permit granted after 
oral examination by board members. 


A quorum not being present, the meeting 
was not officially opened. 


Office closed at 8:30 P.M. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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ORDINANCE NO. 8 


AN ORDINANCE OF THE CITY OF 
LANSING, MICHIGAN, PROVIDING FOR 
THE REPEAL OF SECTIONS 31-2, 31-12, 
31-32, 31-41, 381-49, 31-56, 31-57, 31-66, 
81-109, 31-113, 31-131, 31-155 through 
31-162 inclusive and 31-177 through 31-187 
inclusive, OF THE CODE OF ORDI- 
NANCES, CITY OF LANSING, MICHI- 
GAN, AND DECLARING SAME TO BE 
NULL AND VOID AND OF NO EFFECT. 


The City of Lansing Ordains: 


Section 1. That Sections 31-2, 31-12, 
31-32, 31-41, 381-49, 381-56, 31-57, 31-66, 
31-109, 31-118, 31-131, 31-155 through 
31-162 inclusive and 31-177 through 31-187 
inclusive, of the Code of Ordinances, City 
of Lansing, Michigan, are hereby repealed 
and declared null and void and of no effect. 
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By Councilman Black— 


Resolved by the City Council of the City 
of Lansing: 


That the attached claims be allowed and 
the City Clerk be and she is hereby author- 
ized to draw orders on the City Treasurer 
for the amount allowed each claimant. 

Adopted by the following vote: 


Unanimously. 


Council adjourned at 9:45 P.M. 


MILLIE M. BROWN, 
City Clerk. 


Lansing, Michigan 
October 26, 1959 
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Proceedings, October 20, 1959 





October 20, 1959. 


Members Present: Chairman C,. J. Rich- 
ards and Keith Norris and Inspectors Don- 
ald E. Deal and Paul Durling. 


A quorum not being present the meeting 
was not called to order. 


Adam Kessler and Charles Chapman ap- 
plied for examination for a “‘MJ’”’ License. 
Norman Collins and Lowell Corbin applied 
for examination for ‘J’? License, exam- 
inations started in separate rooms under 
supervision of Inspector Durling. 


The Board members discussed the re- 
sults of the recent Inspectors Conference 
in Milwaukee and the 1959 National Elec- 
tric Code. 


Local problems were discussed informally. 


Examinations were completed and papers 
filed at 10:00 P.M. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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OFFICIAL PROCEEDINGS OF 


THE PLUMBING BOARD 
OF THE CITY OF LANSING 





Proceedings, October 27, 1959 





The Board met in office room 722A at 
City Hall. 


Meeting was called to order by Chairman 
Collins Thornton at 3:12 P.M. 


Members present were Messrs. Denfield, 
Heggie, Thornton, Turney, Peck and In- 
spector Dell. 


Discussion proposing new fixture fee to 
compare with State fees. 


Moved and supported that Collins Thorn- 
ton send a letter to the Mayor and City 


Council stating how long it has been since 
fees were raised. 


Discussion as to licensing sewer cleaners. 


Moved and supported that Turney, Thorn- 
ton and Stanley Peck confer with City At- 
torney and inquire if in the sewer matter 
we can protect the public from unsatis- 
factory work and outrageous charges. 


Meeting adjourned at 4:10 P.M. 
Respectfully submitted, 


W. D. HEGGIE, 
Secretary. 





OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, November 3, 1959 





Members Present — Chairman Richards, 
Keith Norris, C. J. Moore and Inspector 
Deal—4. 


Special meeting called to order by Chair- 
man Richards at 8:00 P.M. This meeting 
called for the purpose of giving Mr. Adam 
Kessler an oral examination as he has diffi- 
culty understanding the meaning of the 
written questions. 


Forty-eight questions were used from 


several examination papers and Mr. Kessler 
was able to answer thirty-four correctly. 
His grade was 71%; as 75% is required 
for a passing grade, the Board was com- 
pelled to deny the license. 


Meeting adjourned at 10:20 P.M. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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certain hours; prohibited stopping, stand- 
ing or parking during certain hours; park- 
ing time limits; angle parking; left turns 
prohibited at certain times; increased speed 
limits, and truck routes, without requiring 
publication of the entire section of the 
Traffic Ordinance being amended ” was 
5,823 of which 4,069 were cast in favor of 
the Proposition and 1,754 were cast against 
the Proposition. 


Moved by Miss Brown, supported by Mr. 
Lavey: 
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Whereas, the larger number of votes were 
cast in favor of the Proposition it was de- 
clared passed. 


Adopted by the following vote: 
Yeas—Miss Brown, Mr. Lavey—z2. 
Nays—None. 

MILLIE M. BROWN, 


JOSEPH LAVEY, 
Board of Canvassers. 
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OF THE CITY OF LANSING 


Proceedings, November 17, 1959 





Members present-—- Chairman Richards, 
Keith Norris, E. J. Baker, C. J. Moore and 
Inspector Donald E. Deal—5. 


Regular meeting called to order at 7:30 
p.m. 


Ernest Spagnolia applied for a permit 
to wire a new house to be used as his own 
residence. Permit granted after oral exam- 
ination. 


Elton Duffy of Duffy Electric appeared 
as per our request by letter. Mr. Duffy 
has today, November 17, 1959, paid his past 
due fees for inspections. He was informed 
that further credit is denied. Mr. Duffy 
stated that he is now contracting again and 
not working as a journeyman for other 
contractors. 


Board recommends no action be taken. 


Otis Smith failed to appear, as requested 
by letter, but did take out a permit for the 
job in question and paid past due inspec- 
tion fees, during the afternoon of Novem- 
ber 17, 1959. The work was performed in 
June of 1959. 


The Board recommends a letter be writ- 
ten to the State Electrical Administrative 


Board, concerning Mr. Smith’s record, as 
he is licensed by the state. 


Adjourned at 9:05. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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December 15, 1959 


Members present—Chairman C. J. Rich- 
ards, Keith Norris, C. J. Moore and Inspec- 
tors Donald E. Deal and Paul Durling—5. 


Claude E. Edwards—Guest. 


Ernest McCoy and Kenneth Morris re- 
quested examination for Class “‘J’’ License. 
Rod Miller requested examination for Class 
“MJ” License. Requests granted and exam- 
inations started under Mr. Durling’s super- 
vision. 


Meeting called to order at 7:30 P.M. by 
Chairman Richards. 


After considerable discussion the Board 
recommended that all conduit, including 
aluminum heavy wall and galvanized steel 
heavy wall, when buried directly in earth 


shall be surrounded by not less than two 
ene (2”) of washed sand or equal mate- 
rial. 


There was a long discussion of terminat- 
ing and tapping or grounding conductors 
for circuits. This question was not resolved 
and further investigation is indicated. . 


The question of lack of co-operation by 
some contractors in calling for final inspec- 
tions, was discussed and Inspector Deal was 
instructed to confer with Mr. Busley and 
Mr. Lavey and report back at next meet- 
ing. 


Meeting adjourned at 9:30 P.M. 


Inspectors Deal and Durling stayed until 
examinations were completed. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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